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DEPARTMENT OF APPLIED MECHANICS 
FACULTY OF APPLIED SCIENCE AND ENGINEERING 


UNIVERSITY OF TORONTO 


Tonoe oe, Oct 9 1915. 

Dr. R. A. Falconer, 
President, The University of Toronto, 
Toronto. 
Dear Sir,- 

As arranged 1 interviewed Sir Edmund Osler this morning at eleven. 
Il explained to him that whether or not we could make the tests under dis- 
cussion would depend on the requirements of the engineer's specification 
and that in some cases improvising of special apparatus for special tests 
is necessary. His remark that his clients would expect no experimenting 
and desire absolutely dependable reports would indicate that he regarded 
the improvising of special apparatus as an evidence of inexperience. He sug- 
gested that 1 write him and intimated that he would like you to write him 
also. A copy of my letter to him of to-day 1 enclose herewith. 

I have done a great deal of testing during the past ten years 


covering a wide range of appliances materials and structures. Reg 


arding 
testing equipment elsewhere in Canada, 1 speak with some knowledge since 
I have worked in the McGill laboratory and from that University hold an 
Engineering degree. Il am a member of The Canadian Society of Civil 


Engineers. 


Very sincerely yours, 
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